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HARYANA GOVT GAZ ., CCT. 6. 1998 (ASYN 14 , 1920 SAKA ) 


ccr. 


[ PPT I 


HARYANA IRRIGATION DEPARTMENT 

The 3rd August, 1998 
No. 1191 / 1-LHỊ.C. - Whereas it appears to the Governor of Haryana that the Land specified 
below is needed by the Gove: nment ai ihc public expense , namely for the Constructing Nahra Link 
Drain No. Il from RD 6801 to 6922 upstream Aquaduct site RD 72800 of Diversion Drain No. 8 ia 
village Mandaurah . Tehsil and District Sonepal. 

It is hezeby notified that the land in the locality described below is required for the above purpose . 

This notification is made under the prcvisions of section 4 of the Land Acquisition Act, 1894 , for 
information of all to whom it may concern . 

In exe: cise of the powers conferred by the aforesaid section the Government of Haryana hereby 
autharises the officers of the Jirigation Department with their Sei ants and workers for the time being 
engarged in the undertaking to citer upon and survey the land in the locality and do all other data 
required or permited by that saction . 

Any person interested who has any objection to the acquisition of any land in the locality may 
within a period of thirty days of the publication of this notification , file , objection in the writting be 
fore the lard Acquisition Collector, Pubjic Works Department, Irrigation Department. 

Plan of the land may te inspected in the offico of the Land Acquisition Collector, Irrigation 
Depariment, Anibala and ihc Executive Engineer, Delhi, Water Service Division , Delhi- 54. 

SPECIFICATION 


Tehsil 


District 


Directions 


Name of 
Village 


Area in 
Acres 


Mandaujah 


Senepat 


Sonepat 


0.11 


A strip of land 121 ft. in length 
and varying in width generally 

lay ng in the Direction from 
East to West as demarcatod 
at site and as shown 

On tho 
Index plan . 
Killa 

Area 


Rectangle 


Nos. 


Nos, 


K. M , 


22 


17/1 
24/2 


04 
0-14 


Total: 


0-18 


CR : 


0.11 Acres 


By order of Governor of Haryana . 


( Sd .) 


R. K. GARG , 


Superintending Engineer, 
Yamuna Water Services Circle , 
3 -Sham Nath Marg , Delhi-54 . 
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